l)c^r ilr. Garcia* 8/25/03 

Wliat you report in new to me anti I # n inclined to believe the report is 

in error# 

I do not know of any fil a tho FBI had admitted examining by then that 
meets this description. 

Ilowovorp it is pi’ovocative for an entirely different reason* but X do not 
see how Outers could have kiown about it because the FBI was doing little 
talking <ind because it did not oven report the existence of the film I refer to 
below to FBXHQ. 

Chnrlo3 Bronson* not a sailor but an engineer* was in ^oaloy Plaza with his 
wife* !dUin p a now Onm movio camera and a 35 nm Leica* Ho forgot to shift from 
dde-englo to telephoto \/hen he took movies a few minutes before the 
motorcade got there# Tho FB* looked at his film 11/25/63 and evaluated it a 3 
valueless because it allegedly did not even show the 1SBD. After I got tills redord 
in an FOIA suit friends in Dalian located tho man* Charles Bronson* viewed Ills 
film and found that it has 87 3ep*aat© frames on the very window and tl'^Qc 
around it# With two ueddentified objects in motion inside the building* not in tho 
window# It also sliows tlio black men in the windows bolcw, but no exactly os they 
testified* 

Because of thi3 Bronson angle* I f 1 be interested if you learn any more# 

Sorry I can't be of more help. 


Best wishes* 




